Certified Welding Inspector 



Put Our Certified Welding Inspectors 




NMTS supplies certified welding inspectors and contract quality 
control services for construction welding projects. Based in Luther, 
Michigan, our services are available nationwide. Backed by more 
than 30 years of experience, we specialize in construction activity 
in the petrochemical and power generation industries. We are 
flexible with lengths and durations of projects, providing you with 
economical solutions to your welding inspection needs. 



Full-Service QA/QC Services on a Contract Basis: 

• Structural and Mechanical • Quality Control • Vendor Surveillance 
Inspection Management • NDE-Ultrasonic, Penetrant, 

• Petrochemical, Power • Certified Welding Inspectors Magnetic Particle Inspection 
Generation, Structural Steel (CWIs) 



Certified Welding Inspectors 

NMTS seeks out the most qualified inspectors with excellent safety records 
and retains many outstanding inspectors on our permanent staff. We do a 
thorough background check on all inspectors prior to mobilizing them to a 
job site. All personnel are certified with the American Welding Society and 
are available for contract-based work. We cater to you for the length of the 
contract you need. 




Non-Destructive Testing 

NMTS supplies individuals certified to ASNT-TC1A for nondestructive testing. We 
perform ultrasonic (UT), magnetic particle (MT), and liquid penetrant (PT) methods of non- 
destructive testing. 

Quality Control Management 

NMTS can compose a quality control program for your organization. We mold a program 
around any job and put together a quality control plan that is custom fitted to any entity or 
contract. You will be sent a trained quality control team to work exclusively on your project. 
We offer weld tracking programs and can compose a custom electronic matrix to track all 
pertinent information through project completion. 



Welder Testing 

NMTS certifies welders. Welders can be certified to ASME Section IX, AWS Dl.l, API 1104 or 
other specifications. 

Supplying Certified Welding Inspection Services - Established in 1993, NMTS is dedicated to 
serving every aspect of your contract quality inspection needs through experience and integrity. 
We help contractors around the nation fill much-needed temporary positions for certified 
welding inspectors. 



Ongoing and Completed Projects 

Supplying Certified Welding Inspection Services 



Established in 1993, NMTS is dedicated to serving every aspect of your contract quality 
inspection needs through experience and integrity. We help contractors around the nation fill 
much-needed temporary positions for certified welding inspectors. Our staff of qualified 
employees is the key to the success of your project. 



WE Energies 

Presque Isle Generating Station 
Marquette, WI 
Baghouse Construction 
Vessel/Tank Inspection 



Mid- America Energy 

CBEC 4 Hitachi 790 MW 

Council Bluffs, IA 

Super Critical Boiler Installation 



GE/Invenergy 

Cannon Falls Energy Project 
Cannon Falls, MN 
357 MW Two Unit GE 7FA 
Peaking Plant Installation 



Advance Combustion Technologies 

Edwards Generating Station 
Bartonville, IL 

U2 OFA & Burner Replacement 



Contact Us 



Thank you for visiting our website. Please fill out the following form to request information 
about our products and services or to provide feedback about our site. When you are finished, 
click the 'Submit' button to send us your message. You will see a confirmation below. 

Hours* Monda Saturda Memberships: 

_ _ y rc ™ y ' Nationwide Service Area American Welding Society 
7 a.m.-5 p.m. EST • ASNT 



For more information please visit 
http://www.nmtsinc.com 



